
A new shape in smoking. 
Long and slim and 
oval. With the light 
taste women like. 
New Virginia Slims Ovals. 
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Regular or Menthol 


Warning: The Surgeon General Has Determined 
That Cigarette Smoking Is Dangerous to Your Health. 


9 mg , ‘tar; , 0.8 mg nicotine av. per cigarette by FTC Method. 


‘90ZI0Z 
























